• As cooling equipment in CNC machines, refrigerators, cooling 
suits. 



• Can be used to for body cooling of 
workers of mines. 



When compactness, reliability and 
lower equipment cost are the main 

factors and the operating efficiency becomes less important, the 
RHVT becomes a nice device. 


• Vortex tube can be used for shrink fitting, where refrigeration is 
required for short period 


• Can be used for cooling of cutting tools in workshop. This is 
especially true for those materials for which use of coolant is not 
permitted. 
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